i04                            GLYCERINE
are about 1 mm., and pressed through the holes of
the sieve by hand. This is now kieselguhr dyna-
mite which only needs to be placed in cartridges.
The dynamite cartridges are small cylinders con-
taining pressed dynamite enclosed, in strong parch-
ment paper. Three kinds of dynamite cartridges
exist, (1) ordinary dynamite cartridges of 3-10 cm.
long and 3 cm. diameter ; (2) fuse cartridges, 3 cm.
long and 3 cm. diameter; (3) fuse cartridges for
frozen dynamite.
The first-named cartridges generally have their
paper covering removed and are forced into the bore-
hole. The fuse cartridges serve for the reception
of the percussion cap, that is the quick match which.
is contained in the percussion, cap. The cartridges
of frozen dynamite, in addition to-ordinary dynamite,
contain a mixture of saltpetre and rosin or of potas-
sium chlorate and antimony sulphide or .similar in-
gredients, which are first ignited by the percussion
cap, and these cause the frozen dynamite to explode.
The moulding of the cartridges is accomplished
as follows ; about 5 kg. of dynamite are placed in a
linen receptacle open at the bottom and there con-
nected with a funnel-shaped brass device. A piston
reaches into this, the upper part of which penetrates
the linen sack and can be moved up and down by
means of a lever. At the highest position of the
piston the orifice of the funnel remains open, so
that the dynamite can enter, and then when the
piston is lowered into the funnel, and the pipe steel
piece connected therewith is pressed down, it comes